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A nurse at the Chattanooga Heart Institute Memorial Hospital (CHI) in Hamilton County, Tennessee 
was openly bragging about coronavirus vaccine safety on live TV when she took the vaccine 
herself, then within minutes lost consciousness and nearly face planted onto the floor before being 
caught and laid on the floor by fellow doctors. 


Her name is Tiffany Dover — now sarcastically Known as “Vaccine Diver” — and she was talking 
about how everyone at the hospital was super excited to get the vaccine. Like most people who 
work in the corrupt medical establishment, Tiffany Dover has been brainwashed by a death cult of 
vaccine zealots and quack science pharmaceutical companies who know very well that their 
vaccines injure and kill millions of people every year around the world. 


That's why nurses like Dover are so shocked when bad things happen to themselves. 
Watch the video here: 


Brighteon.com/1130af9¥a-bbf5-4a3a-bad2-c9f60e5b3b 
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Here's a short transcript of what she was saying before passing out on live TV and nearly face 
planting on the floor: 


So all of my staff, we are excited to get the vaccine. We are in a covid unit, so therefore my team 
will be getting... ’'m sorry I’m feeling really dizzy... 'm sorry... ugh... 


Kerplunk. 
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Doctors then immediately moved to block the TV camera in order to cover up the obvious evidence 
that the coronavirus vaccine is dangerous and potentially deadly. This is doctors taking part in the 
cover-up. 





This live TV demonstration of the dangerous nature of the coronavirus vaccine reveals why so 
many political leaders are receiving fake vaccines on camera, where some syringes have no 
needles and others are “administered” without the syringe plunger even being pushed. It’s all fake 
theater for the masses... the very same masses the vaccine globalists are now trying to 
exterminate. 


Twitter, Facebook and YouTube have now deleted all instances of this video in an expansion of the 
cover-up, obviously in order to protect Big Pharma's vaccine lies that claim all vaccines are 
completely safe and effective. Anyone who presents evidence that counters the official narrative is 
demonized and banned. 


Brighteon.com welcomes truthful videos about vaccines, and you can't get more straight-up truth 
than watching a nurse pass out and collapse on live TV as she's bragging about how awesome the 
vaccine is, can you? 


LifeSiteNews reports: 


After recovering from her fall, Dover said: “it] just hit me all of a sudden, | could feel it coming on. | 
felt a little disoriented, but | feel fine now, and the pain in my arm Is gone.” 


Just two days ago, two healthcare professionals who received the same Pfizer vaccination 
developed painful side-effects within minutes of being injected. According to the New York Times, 
one of the workers “had an anaphylactic reaction that began 10 minutes after receiving the 
vaccine,” experiencing “a rash over her face and torso, shortness of breath and an elevated heart 
rate.” 
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The second worker had an equally shocking reaction, developing “eye puffiness, light-headedness, 
and a scratchy throat 10 minutes after the injection.” Again, local doctors appeared to be 
unperturbed by the incidents, with the chief medical officer of Alaska, Dr. Anne Zink, stating that 
there are “no plans to change our vaccine schedule, dosing[,] or regimen.” 


A global vaccine conspiracy against humanity 


Most doctors, many nurses, all the tech giants and all large media companies are part of a global 
vaccine conspiracy that's being rolled out to achieve global depopulation through widespread 
injury, death and infertility caused by coronavirus vaccines. 


The latest cartoon from Ben Garrison nails it: 


ALL IN THIS} TOGETHER. Jaeece 


Ws 


a 
a. 7 


. 2 a 
- Pe 4 ' a 
— a 24 





Follow more truthful vaccine news at VaccinelnjuryNews.com. 


See more articles like this at: https://www.vaccinedeaths.com/ 
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